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Amp ex Data Products Fabri-tek 



Width 

Depth 

Height 

129 

98 

64 

94 

101 

64 m — 

144 

87 ' -- 

70 

Power 

Cooling 

115/230 

10, 000 BTU 

208/3 

208/3 

13, 600+2, 722 BTU 

Spares 

Replace 

131K module 

10-15 min. 

none 

N/A 

none 

N/A 

Cables 

8080 

Supplied 

Reimbursed 

Supplied 

No 

Supplied 

No 

GSA 

No 

GS00S84580 

No 
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